> SERVICE BULLETIN 


from: TRIO-KENWOOD COMMUNICATIONS, INC, 


5O 


Adjacent channel rejection may be improved by changing one 
capacitor & installing an optional narrow ceramic filter. 


On the TX RX unit X44-1320-10, change; 


¥ L41, CFT-455 F2 to CFL-455F 
* Cl01,from 470pF to .001nF 


Old Part L41 U72-0309-05 crr-455 F2 
New Part L41l L72-0306-05 CFL-455 F 
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